From: 

Hanchett, James (DPH) 

Sent: 

Monday, April 26, 2010 8:16 AM 

To: 

Piro, Peter (DPH) 

Subject: 

TFMPP 

Hi Peter, 



Talked with Sonja, she had TFMPP (Triflouromehtylphenyl piperazine) in some of her MDMA’s. HP 
IMS gave the best separation about 12 seconds. GC condition are 120 degrees for 2.50 minutes then ramp @ 10 
degree/min to 280. MDMA elutes @ around 8 minutes, with TFMPP eluting right before. Try this site for info. 
http://en.wikipedia.org/wiki/T rifluorometh y l p hen y l p i p erazine 

Jim 


1 


Folk OIG PRR 104518 





